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SUBJLCT: Monthly Activity Repors, Soptomber 1946 repeat nied abi AA 


‘i 


TO3 The Director 


PROM: Chief, Communications Division 


Ie CONTINENTAL USA 
A, Activities during the month of Septembor wore largely 
concerned with tho liquidation of present SsU commitments 
and the arrengements for a transfor of functions to the 
equivalent unit within the Central Intolligence Groupe 
Consistont with tho imminent change, liaison channels 
are being established with all major CIG components. 


A special roport on tho status of the Contral-South 
a imerican project has boen, submitted.to the Director. 
esi - Several factors have combinod to slow our rocruiting 
ee bat of Comminications porsonnol, but it is bolioved that : 
sufficient radio operator=technicians will be processed 
+o complete the Comawiications portion of tho.overall . 
conmmitment., No, decision has beon roached roletive' to. oe 
the bage facilities which mist be established ‘in Continental. 
* USA so. handle, the radio cirovits necessiyated by the projoote: 
When the paso station question has been decided, ‘plans, now i 
Oo in progress, for the’ actual “operation of, the network, wiles 
"be finalized.’ ..Onithe basis:/of- inventoriés' propared by the. aay 
! BBI, cthe’ Communications Division is. procuring ‘radio equip= ~ 
7 ment-ywhich will réplace’ that turned: over. by. the: FBI: to our 
©. operators in Central’ end South’ smorioas’ Communications has. 
rocoived fron tho Chief, FBT, @ schedule of.theestimated | 


dates for..activation of. the arious stationse 


‘Be Personnel. © ‘Thred. additional departmontal ‘clorks have been 
rocruived to facilitate the. processing of ‘personnel 4 
necessary to mect the large. commitments in the Near Bast 
. and. in Central’ and South America. Recruitment is neces= 
- garily proceeding slowly both because of the time expended 
, in processing forms and because. of the difficulty which 
the Division is having in interésting, skilled, technicians 
at the salaries ostablished for specific. jobs. An attempt 
2a8 peing made',to .seveon. porsonhelin the’ ficld.tg avoid the: . 
’ Pigh:mortality in ‘security investigations and in“the ~~ + 
introductory interviews held in Washington. — 


es eee | 
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_ During the month of aoe COM, ber, an additional three 
25X4tfycorraphers and two rodid. operators were gent to 
MMMM @2. onc cr toe srapher /to a. Trensportation perenne 
for the additional éryptographer authorized for [BBB 2 25X1A° Cu 
is scheduled for mid=Cotobor and four oryptographors 25X1A 
are now being trained for assignmont to FJ at tho 
request of FBZ, tho Communications Division rooruited 
25X1A ,an conlistoc man who will sorve with the newly-organized 
ho will bo traincd in all aspects of 
Communications procedures and is due to dopart about 
15 Novembor. 


ttached, as Inclosure 1, is the Monthly Strength Report, 
showing total civilian and military personnel assigned 
to the Communications Division as of $0 Soptombor 1946, 


Ce. Oporations An additional officor has heen assigned to 
Operatione, Ho is assisting with tho planning of the 
Noar East and South America nets and with the allocation 
of personnel and equipment for the activation of those 


NOUS « 
25X1A 
De Signal Security Control. Direct cipher communications 
avo been successtully ostablished with 
during the past month, In 


a 
addition, changos in procedure have been initiated with 
25X1A as : In coop@6%idk with State Department, 
: the new cable payment plon, has boen activated for 
- gil outgoing Washington traffic. to SSU stations using 
tate cover. for their communications, | -and incoming traffio 
. from elovon out. of fifteon Seay cne in ‘the oe is also 


“covered 


Tho. Cipher. Training School. has trained. ten Communications 
personnel, tvo radio oporators, and thirteon special 
Desk personnel who will perform Communications. duties in 
at and overt areas. 


“B, | Messare Seiten: In mid-SoptemgSX%1Aome delay in the 
* _ Feception and transmission of [BBM traffio was foe 
experienced duo to the typhoon which damaged Navy aed 
facilitios @OMbA, a main relay point for all our traffic a 
to. and fron Normal service has now. been rostored, 


Total traffic handled by tho Washington Message Center 
increased from a total of 244,988 groups during the month 
of August to 291,717 groups for the month of September. 
This represents an increase of twenty per cent in total 
volume, Attached, as Inclosure 2, is a chart showing 
total traffio handled for the period 1-30 Soptember,. 
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enb Contvola ALL Navy porsonnol have beon ' 
whuboran “tho. a CLUS Viavohouse, i and ven Be ee 
thore is no inmacdiate prospect of replace mont. . Activity ae 
8% the viarchouso is stoadily dneroasing duo’. to tho actie 


vacion of. pr eJsons ee ‘eoninundentdons’ SUULDMO Res 


4 


Ge OR soarch, ‘and Engineer is he, eee ake ‘commun etd onto: onginoor is now 
‘On tonporary auty. 7 providing, ‘technical » 


ASS iptance ae ee 


ee Saat canAtt sRBh. o ~ o : - : : “ oo a reg 
Es. BURPHAM ABA. BEXAR 25K 


> Ghiol of. ‘ert, : US rE 3 “hoes fiven official 
sanesion for the ostablishmont of | ‘am So Communi. cations Center 


in the Unitod i ‘Action hag been initiated — 
‘+o gocure a Gefinite site to house “sho new Cormmmications unit. 

Tho Communications Officer and the Radio orfizeXTAr Europe have 
conducted extensive ee of proper 25361 fn 


_> including the $i {Arps School. at SS 


ste@ExdArortn of and a former a installation 
‘at At this dete, a final choice has not. been 


_mada;~thus far tho" only suitable sites have boon unavailable: and . eee he 
‘those whieh ore, ok una are, eeee Suenee to our. Pen ea require= @ Sass 


“men Se ue 


meer eee 7 


To “cope wath ‘any pee, omorgency before the conpletion 
of the Communications conberl Aentioned above, a radio station 
has boen established at The emergency station 
consists of one transmitter, two receivers, a shop for testing 
and repairing equipment, and a packing room. : 
29X1A 

Communications with BEB has been successfully 

opened and arrangements havo been completed to install TWX 


tations 
stations in 1A 25X1A 


Two enlisted men in the BB vie ssace Center are being 
civilianized on or about 15 October. Roplacements have been 
requested for an additional EM and for two civilians, The 
civilian replacements have been recruited and are now in 
training in Washington. 


iy ‘ 
: \ Courses in radio operation and cryptographic work are athe 
v Doing organizod as oO ‘part of tho Srgpell agent training program 
which is scheduled to begin in | about 1 November, 


2 pyguunications training is boing coordinated with Washington. --~ 
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IV. 


NEAR BAST 


ee \ 


No owtsstanding chango, During Soptenbor one radio operator, 
a Diesol Engineer, 2K TAO Acting Chief of the. Near East 
notywork arrived in An additional engineer and 


operator will leave in early October 


FAR EAST. 


accomplished without 


The changeover from oy facilities for traffic 


botweon Washington and Was 

jncident or deley in communications, 
noted in mid-September as a rosult o 
relay faciliasX1A& Guan. There hav 
radio not in] during the past m 


During August and September, Communi 
26XtAcrs and three civilians but gai 
MEE Communications Offt 


Traffic dolays were 
f the storm. which damaged 
e been no changes in the 


25X1A 


cations, | lost three 


ned one officer (Captain 
cor), and nine civilian 


onthe 


radio operator-technicians and cryptographic: clerks, In addition 


to the personnel which arrived from 
recruited in the theater. and, when s 


USA, four ex-marines were 
courity Has been recoived, 


they will be assigned where needed as radio operators. The acute 


shortage of radio technicians is bel 
wheroby those. stations not adequatel 
periodio visits. of technicians. from 


Cer wed 
agi eo 


ng temporarily met by a plan 
y staffed at present receive . 
headquarters. 


25X1A_.. 
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NOMIHLY STRENGTH REPORT 


a — Fy Ono 
AS OF 18) pee TM Soe 


. 
hilitary Civilian Total nee 
Continontal U. 8. 13 84 GT 99 
Pending Shipment 0/S oe ‘ 1 8 : | 6 | 9 
Europe | “A 6 27 35 31 
i NETO 2. 6 8 6 
IB+SEAC ae 2 2 2 
— 25X1A 7 | . 
I ene efi eee, 49 =e 
| Total 29° i, 168 ade ygh igh 
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MESSAGE CENTHR YASHIMGTON 


SUMEARY GF VOLUME OF TRAFFIC 


SEPTEMBER 1946 


ee OUTWARD TOTAL , 
SGS MSGS GRPS MSGS GRPS y 


SSU Coded Traffic Rolayed i 
Through Washington ae B03 105, 217 


890 1,693 205, 804 
SSU Coded Traffic Origin: Sing ; 
In or Destined for Washington | 269- 30,803 © 409  - 65,110 


678 85,913 


Plain Text Domestic Tolegrams © : 
(Wire Room) 200 | 706 


97 2,190 
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